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Message Text 

UNCLASSIFIED 

PAGE 01 BANGKOOII56 I704I0Z 
ACTION EA-09 

INFO OCT-OI ISO-00 EB-07 /017 W 

I704I3Z 061782/63 

R 170300Z JAN 77 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8248 

UNCLAS BANGKOK 1156 

E.O. 11652: N/A 
TAGS: BEXP, TH 

SUBJECT: WTDR/FTI - THAI UNIQUE CO., LTD. 

REE: USDOC 21071 

I. THAILAND 2. CNTRY CODE: 549 3. SER.NO: 0151700 

4. THAI UNIQUE CO., LTD. 

4A. CODE: K 

5. I59-I6I TANAO ROAD 

6. BANGKOK, THAILAND 

7. ESTABL: 1969 8. EMPL: 10 9. SIZE: (2I-X) SMALL 

10. REPUTATION: (22-X) GOOD 

II. SELLS ITS PRODUCTS IN THE FOLLOWING FOREIGN AREAS LISTED IN 
ORDER OF IMPORTANCE: LOCAL 

12. RPT.DATE: 01/77 

13A. 38112/235 IMP.AGT.DIST. OF SCIENTIFIC INSTRUMENTS 
I3B. 32316/235 IMP.AGT.DIST. OF LABORATORY GLASSWARE 

14. CONTACT: THAWAT VEECHARN TITLE: MANAGING DIRECTOR 

15. CABLE: UNEX 16. TELEX: N/A 17. TEL: 2217751 

18. FINANCIAL REFS: BANGKOK BANK LTD., 9 SUAPA ROAD, BANGKOK 

19. TRADE REFS: VARIAN EXPORT CORP., CALIFORNIA; 

CANBERRA INDUSTRIES, CONNECTICUT 

20. AGENCY REP: VARIAN INSTRUMENTS, 611 HANSEN WAY, PALO ALTO, 
CALIFORNIA, GAS CHROMATOGRAPHY, LIQUID CHROMATOGRAPHY, 
RECORDERS, UV-VIS (CARY), RAMAN-CD, NMR, EPR, MAGNETS- 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BANGKOOII56 I704I0Z 

GEOPHYSICS; VARIAN VACUUM DIV., 160 CHARLEMONT ST., NEWTON, 

MASS., DEPOSITION, SURFACE RESEARCH, LEAK DETECTORS, 
SEMICONDUCTOR EQUIPMENT, NMC GAUGES, NRC COMPONENTS; 

VARIAN TECHTRON PTY., LTD., 679-687 SPRINGVALE RD., NORTH 
SPRINGVALE, VIC., AUSTRALIA, UV-VIS SPECTROPHOTOMETERS, 

ATOMIC ABSORPTION SPECTROPHOTOMETER; VARIAN MAT GMBH, 

BREMEN, WEST GERMANY, MASS SPECTROPHOTOMETERS, DATA 
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SYSTEM; VARIAN RADIATION DIV., 61 1 HANSEN WAY, PALO ALTO, 
CALIEORNIA, CLINICAL LINEAR ACCELERATOR; SCIENTIEIC GLASS 
ENGINEERING PTY., LTD., 1 1 1 ARDEN STREET, NORTH MELBOURNE, 
AUSTRALIA, PRECISION MICROLITRE SYRINGES; CANBERRA 
INDUSTRIES, INC., 45 GRACEY AVENUE, MERIDEN, CONNECTICUT, 
NUCLEAR INSTRUMENTATION & X-RAY INSTRUMENTATION, DETECTOR 
SYSTEM, AUTOMATION; EBERLINE INSTRUMENT CORP., SANTA PE, 

NEW MEXICO, PORTABLE BETA-GAMMA SURVEY METERS, DETECTORS, 
PROBES AND ACCESSORIES. 

21. THAI UNIQUE CO. LTD. WAS ESTABLISHED IN 1968 WITH AN AUTHO- 
RIZED CAPITAL OP $50,000 AND ACTS AS IMPORTER AND DISTRIBUTOR 
OP SCIENTIEIC INSTRUMENTS AND LABORATORY GLASSWARE. THOUGH 
SMALL, THE PIRM HAS 10 EMPLOYEES INCLUDING 4 SALESMEN. THAI 
UNIQUE IS WELL-KNOWN WITHIN MEDICAL AND HOSPITAL CIRCLES TO 
INDUSTRIAL PLANTS POR ITS PROMPT SERVICE I BY QUALIPIED 
PERSONNEL TRAINED ABROAD. THE FIRM ORGANIZES A TECHNICAL 
SEMINAR IN A LARGE HOSPITAL IN BANGKOK AT LEAST ONCE A YEAR 
AND IS WELL ATTENDED BY A WELL CHOSEN AUDIENCE. ITS SALES 
VOLUME IN 1976 WAS REPORTED TO BE $500,000. LOCAL BANK 
REPORTS FAVORABLY ON THE SUBIECT FIRM AS HAVING GRANTED 
OVERDRAFT FACILITY WITH SATISFACTORILY RESULTS. IT IS CONSI- 
DERED TO BE AN ACCEPTABLE TRADE CONTACT FOR U.S. FIRMS. 

22. PREPARED BY: SATHIT APPROVED BY: lAMES H. SAVERY 
AT: AMEMBASSY BANGKOK 

WHITEHOUSE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 17-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BANGKO01 156 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D77001 6-0554 

Format: TEL 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 47/aaaabozk.tel 

Line Count: 87 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 55dcf2d8-c288-dd11-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 23-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3585446 
Secure: OPEN 
Status: NATIVE 

Subject: WTDR/FTI - THAI UNIQUE CO., LTD. 

TAGS: BEXP, TH 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/55dcf2d8-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
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EO Systematic Review 
22 May 2009 
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